25X1 A 
25X1A 

25X1A 

25X1A 

25X1 A 


Approved For ReMe 2002/07/02 : CIA-RDP84-OO499R0OG*t)OO5OO76-1 


5 .JANUARY 1948 


FILED: 2215 5 JAN 48 



COPY ir 1 

C 


OPY i/P op c - 

t U C. Oi w 


FROM COMOPS. 


oc • • 

iU~ 

1. DELL DOME AND VERY ENCOURAGING. 

2. CONTINUE YON I TOR I MG TEMPORARILY PENDING ORGAN I ZAT 1 6N 
CERTAAi SECURITY PROBLEM INVOLVED. 

3. WILL KEEP YOU ADVISED. 
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1. 30 DEC YOUR MSG RECEIVED AND MONITORING BEGAN. NO 

SIGNALS HEARD EITHER 


2, 31 DEC 


HEARD S.9 WORKING NET BETWEEN 1000 AND 1 300Z 

NOTH I NG 


HEARD S.8 AT 1 200Z AND HEARD S.6 ON 18048 KCS, 

HEARD AFTER 1300Z OF EITHER STATION ON ANY OF THREE FREQS. 

3. 1 JAN NOTHING HEARD UNTIL 1 230Z WHEN | | WAS HEARD S.9 25X1A 

I HEARD 


TD-2C D.8. OVER S.9 WORKING 
S.9 AT 1 200 Z * 


5IGS S.5. 


25X1A 


HEARD S.9 ON BOTH ITS FREQS. NOTHING HEARD 
OF AFTER NOON TESTS. 

4. 2 JAN WHOLE NET HEARD S.5 TO S.9 UNTIL 1230Z. \~ 


HEARD OVER S.9 ALSO ON BOTH FREQS 


HEARD OVER S.9 AT 1200Z, 

ON 1200 TESTS. NOTHING HEARD EITHER STATION ON LATER TESTS, 
5. 3 JAN. NET HEARD S.6 TO S.8 FROM 0630 TO 1330, 

HEARD OVER S.9 AT 1 200Z AND 1314Z BUT NOT HEARD LATER. 

HEARD S.8 CALLING 


25X1 A 


25X1A 


AT 1200Z ON LOW FREQ BUT NOT HEARD. ON 
HIGHER FREQ. STILL WORKING NET AT 1330.’ NOTHING HEARD ON 1600 
TESTS. 
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6. 4 JAN 

UNTIL 1120 WHEN 


HEARD S.6 AT 0625Z. NOTHING HEARD THEN 

AT 1300 CALLED 25X1A 


HEARD S.3 CALLING 


AND NOTHING HEARD AFTER THAT. 


NOT HEARD ON ANY TESTS 25X1A 


NO© WAS 


7. 5 JAN 


HEARD ON HDHER FREQ. 

HEARD S .4 TO S.6 CALLING NET STATIONS. LOG 


STOPS AT 0705 AT WHICH TIME THIS WRITTEN. 

8. 14930.0 GENERALLY CLEAR THIS STATION BUT AFTER 1200Z 

SIGNAL OVERRIDES Q.R.M. 

AND LISTED IN BERNE BOOK 


STATION 


COMES ON FREQ. | | 

ALWAYS. 


IS STATION IN 



FOR THIS FREQ. 
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